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CHP O-1284 
25 Septerber 1980 


MEMORANDUM FOR: Deputy Nirector for Adpinistration 


FROM: Eenqeete Saanor anal 
eting Director of Bate Precessing 


SUBJECT? ODP Report fer Veek Engine 24 Sertenber 1989 


Briefing for B/GDP and p/n3 


STATINTL 
DD/P/Sne, and RM, ssc/os, briefed 

the Directors of Data Procesekap and Seeurity on accomplishnente 
end current and future efforta ce anhanee the security of CIA STATINTL 
information systems. Time Ji4 not permit 
C/BSB/SPD/ODP, to identify additional areak of concern that 
require joint study by GDP anios, ‘is oresentation has been 
scheduled for October. 


Support to Der/oGe 


WORDP (Word Processing ‘oxitoring Function) Ue briefed 
BCI/OGC and DCI/AO representatives on the atatus and preliminary 
findings of our OGC survey on if September 1580, We raecemmended 
the OCC personnel becone fanitier with tae “£1 Systes 3066 word 


Procaasing systen and are in che process of arranging a vendor 
denonstration. [i 


Su 


ort to Office of Security 


4¢ (Community-wide Cotiput:. Assisted Compartmentation Control 
System) The 4€ project leace- set with atafé personnel from the 
Offiee of Communications arn! orem FIA te discuss plans for 4C 
communications, The DIA personnel had prepared a complete 
network diagram for service tt» all Presently defined Phase I 
network DoD 4C users, including equipnenc Fequiresments. The DIA 
offered to parform installation and maintenance for this network, 
and provided cost estimates. if menorandim of agreement is being 
prepared by OC to formalize t}.$3 division ef responaibilities for 
4C communications. 
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